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COUNT 1: THAT you are guilty of unprofessional conduct or conduct 
which, when regard is had to your profession, is unprofessional in that on 
or about or during 2021, you acted in a manner that is not in accordance 
with the norms and standards of your profession in that you, as a 
registered health professional to practice your profession with the Health 
Professions Council of South Africa (“HPCSA”’) in terms of the Health 
Professions Act, you used unproven and unrecommended health 
technologies, namely, your “8th day Protocol”, thereby contravening 
ethical Rule 19(b); 


COUNT 2: THAT you are guilty of unprofessional conduct or conduct 
which, when regard is had to your profession, is unprofessional in that on 
or about or during 2021, in respect of your patients, you acted in a 


manner that is not in accordance with the norms and standards of your 


profession in that you, did not act in the best interests of your patients by 
prescribing Ivermectin, Corticosteroids, and Hydroxychloroquine for 
COVID-19 which was not approved by the South African Health 
Products Regulatory Authority (““SAHPRA”) and/or recommended by the 
Department of Health Management Guidelines, thereby contravening 
Rule 27A(a). 


COUNT 3: THAT you are guilty of unprofessional conduct or conduct 
which, when regard is had to your profession, is unprofessional in that on 
or about or during 2021, in respect of members of the health profession 
who are experts in their fields and are authorised to provide advice and 
develop guidelines/protocols on disease management including COVID- 
19, you acted in a manner that is not in accordance with the norms and 
standards of your profession in that you cast reflections on the probity of 
other healthcare practitioners by stating that they engineered protocols in 
hospitals to cause death and damage COVID-19 patients, thereby 


contravening Rule 12; 


COUNT 4: THAT you are guilty of unprofessional conduct or conduct 
which, when regard is had to your profession, is unprofessional in that on 
or about or during 2021, when , you acted in a manner that is not in 
accordance with the norms and standards of your profession in that you 
mischaracterised, the cause and identification of Covid illness, spike 
proteins and the toxicity of the vaccine, the treatment and management of 
severe illness in patients with this disease that are not in line with the 


three tenants of science. 


